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ben] 38(8):880 editorial 

AIDS: See Human Immunodeficiency Virus (HIV) 
Airflow Obstruction, Measurement of: Also see “PFT 
Corner” Features 

Evaluation of the agreement between portable peak flow me- 
ters and a calibrated pneumotachometer [Simmons et 
al] 38(8):916 research article 

Airway Care & Management: Also see Intubation and 
Extubation and Suction, Suctioning, & Suction Devices 
& Supplies 

Advances in our understanding & care of patients with cystic 
fibrosis [Hardy] 38(3):282 symposium proceedings 

Comparison between conventional cap and one-way valve in 
the decannulation of patients with long-term tracheos- 
tomies [Le et al]  38(114):1161 research article 

PFT Corner #48—an uncommon variant of an upper-airway 
disorder [Wanger & Beam] 38(1):129 PFT Corner 
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Resuscitation in acute care hospitals 38(11):1179 clinical 
practice guideline 
A stylet to aid digital intubation [Ciaglia] 38(9):1030 letter 

Tracheostomy discontinuation: impact of tube selection on 
resistance during tube occlusion [Beard & Monaco] 
38(3):267 research article 

Upper airway trauma & obstruction: a review of causes, eval- 
uation, & management [Kovac] 38(4):351 review article 

Airway Obstruction 

Objection to case report of Nishizawa et al [Mercurio] 
38(9):1028 letter [response by Chaffee & Goto] 

PFT Corner #49—noise or upper airway disorder? [Dennison 
et al] 38(2):202 PFT Corner 

Pulmonary edema induced by endotracheal tube obstruction 
[Nishizawa et al] 38(5):479 case report 

Upper airway trauma & obstruction: a review of causes, eval- 
uation, & management [Kovac] 38(4):351 review article 

Airway Pressure 

Decreased Paw-peak does not equate to “improvement” 
[Chatburn] 38(4):405 letter [response by Howard] 

The nuts & bolts of increasing arterial oxygenation: devices 
& techniques [Branson] 38(6):672 conference proceed- 
ings 

A reader poses questions about peak airway pressures 
[Piedalue] 38(8):952 letter [response by Pierson] 

Alarms 

Clinical effects of hypoxemia & tissue hypoxia [Higgins & 
Yared] 38(6):603 conference proceedings 

Microprocessor-based mechanical ventilation [Sanborn] 
38(1):72 special article 

Algorithms 

Algorithmic application of PCV [Burke & Van Sco- 
der] 38(5):550 letter [response by Howard] 

Microprocessor-based mechanical ventilation [Sanborn] 
38(1):72 special article 

Physician-ordered respiratory care vs physician-ordered use 
of a respiratory therapy consult service: early experience 
at the Cleveland Clinic Foundation [Stoller et al] 
38(11):1143 research article 

Pressure-control ventilation with a Puritan-Bennett 7200a 
ventilator: application of an algorithm & results in 14 pa- 
tients [Howard] 38(1):32 research article |correction of 
Fig. 1 38(3):317] Also see related letter & response 
38(5):550 

Ventilatory support for the 90s: pressure support ventilation 
[Campbell & Branson] 38(5):526 Kittredge’ s Corner 

Anomalies 

PFT Corner #50—is it really asthma? [King et al] 38(5): 

538 PFT Corner 
Arterial Blood Gases/pH 

Assessment of oxygenation: oxygenation indices [Nelson] 
38(6):631 conference proceedings 

In-vitro pH & blood gas analysis & hemoximetry 38(5):505 
clinical practice guideline 

Permissive hypercapnia [Kacmarek & Hickling] 38(4):373 
symposium proceedings 

Techniques & devices for monitoring oxygenation [Hess & 

Kacmarek] 38(6):646 conference proceedings 
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Artificial Noses: See Heat & Moisture Exchangers 
Assessment 
Bland aerosol administration 38(11):1196 clinical practice 
guideline 
Directed cough 38(5):495 clinical practice guideline 
Endotracheal suctioning of mechanically ventilated adults & 
children with artificial airways 38(5):500 clinical prac- 
tice guideline 
Fiberoptic bronchoscopy assisting 38(11):1173 clinical 
practice guideline 
Intermittent positive pressure breathing 38(11):1189 clini- 
cal practice guideline 
In-vitro pH & blood gas analysis & hemoximetry 38(5):505 
clinical practice guideline 
A mechanistic approach to providing adequate oxygenation 
in acute hypoxemic respiratory failure [Wood & 
Hall] 38(7):784 conference proceedings 
Resuscitation in acute care hospitals 38(11):1179 clinical 
practice guideline 
Single-breath carbon monoxide diffusing capaci- 
ty 38(5):511 clinical practice guideline 
Transport of the mechanically ventilated patient 38(11): 
1169 clinical practice guideline 
Use of positive airway pressure adjuncts to bronchial hy- 
giene therapy 38(5):516 clinical practice guideline 
Asthma 
Antimuscarinic and 62-adrenoceptor bronchodilators in ob- 
structive airway disease [Howder] 38(12):1364 review 
article 
Combined drug therapy in asthma [Mathewson] 38(12): 
1340 editorial 
Evaluation of the agreement between portable peak flow me- 
ters and a calibrated pneumotachometer [Simmons et 
al] 38(8):916 research article 
Gentle-Haler comparison to Aerochamber questioned 
[Newhouse] 38(4):409 letter [response by Chipps] 
Occupational asthma in the respiratory care worker [Alberts] 
38(9):997 review article 
Permissive hypercapnia [Kacmarek & Hickling] 38(4):373 
symposium proceedings 
Why we must help parents stop smoking [Nett] 38(9):982 
editorial 
Atmospheric Pressure: See Pressure, Atmospheric 
Awards for Publication 
1993 literary awards 38(12):1455 
Barotrauma 
Measuring total pulmonary compliance with a volume-con- 
trolled infant resuscitator: a bench study [Kissoon et al] 
38(9):985 research article 
Permissive hypercapnia [Kacmarek & Hickling] 38(4):373 
symposium proceedings 
Belief Networks 
Using belief networks to interpret qualitative data in the ICU 
[Polaschek et al] 38(1):60 special article 
Blood Gases/pH: See Arterial Blood Gases/pH 
Blood Gas Corner (the feature) 
Blood Gas Corner #31—a patient presenting with leg pain 
and shortness of breath [Ollivier] 38(10):1107 Blood Gas 
Corner 
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Blunt Chest Injury 

Complication due to a central venous catheter [Nerida & 
Gopinath] 38(9):1028 letter [response by Clevenger] 

A late developing complication in a blunt trauma patient 
[Woodruff & Clevenger] 38(2):197 Test Your Radiologic 
Skill 

Radiographic findings in a blunt trauma patient [Nadell & 
Clevenger] 38(12):1423 Test Your Radiologic Skill 

Book Reviews (alphabetically by titles) (author) [reviewer] 

All You Really Need To Know To Interpret Arterial Blood 
Gases (Martin) [Morfei] 38(5):548 book review 

Atlas of the Difficult Airway (Norton & Brown) [Lagun- 
zad] 38(3):305 book review 

Coloring Guide to Regional Human Anatomy, 2nd ed 
(Twietmeyer & McCracken) [Dunlevy & Vassaux] 
38(5):548 book review 

Foundations of Respiratory Care (Pierson & Kacmarek, eds) 
[Fluck & Sorbello] 38(1):146 book review 

Guidelines for Pulmonary Rehabilitation Programs—Amer- 
ican Association of Cardiovascular & Pulmonary 
Rehabilitation (Connors & Hilling, eds) [Sobush] 
38(8):944 book review 

Guidelines for Pulmonary Rehabilitation Programs, by the 
American Association of Cardiovascular and Pulmonary 
Rehabilitation (AACVPR), (Connors & Hilling, eds— 
cowritten by Bell, Kravetz, Morris, & Ries) [Meeker & 
Stelmach] 38(10):1110 book review 

Manual of Pulmonary Function Testing, 5th ed (Ruppel) 
[Adams] 38(3):305 book review 

Mechanical Ventilation—Physiological & Clinical Appli- 
cations [Pilbeam] [Piedalue] 38(8):945 book review 
[ASRL 38(12):1428 & 1430??) 

Normal & Abnormal Swallowing: Imaging in Diagnosis & 
Therapy (Jones & Donner, eds) [Conway] 38(4):400 
book review 

Pocket Companion of Critical Care: Immediate Concerns 
(Kirby, Taylor, Civetta, eds) [Cowan] 38(3):304 book re- 
view 

Progressive Health Care Management Strategies (Lombard) 
[Tietsort] 38(5):547 book review 

Quantitative Methods in Quality Management—A Guide for 
Practitioners (Longo & Bohr, eds) [El-Khatib & 
Chatburn] 38(8):948 book review 

Respiratory Care: A Guide to Clinical Practice, 3rd ed 
(Burton, Hodgkin, & Ward, eds) [Jaidev] 38(10):1110 
book review (correction 38(12):1363] 

Respiratory Care Principles: A Programmed Guide to Entry 
Level Practice, 3rd ed (Barnes) [Haney] 38(1):145 book 
review 

Therapist-Driven Protocols (TDPs): A Practitioner's Guide 
(Burton & Tietsort, eds) [Stoller] 38(4):398 book review 

Bronchial Hygiene Therapy 

Advances in our understanding & care of patients with cystic 
fibrosis [Hardy] 38(3):282 symposium proceedings 

Physician-ordered respiratory care vs physician-ordered use 
of a respiratory therapy consult service: early experience 
at the Cleveland Clinic Foundation [Stoller et al] 
38(11):1143 research article 
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Preliminary evaluation of high-frequency chest compression 
for secretion clearance in mechanically ventilated patients 
[Whitman et al] 38(10):1081 research article 

Use of positive airway pressure adjuncts to bronchial hy- 
giene therapy 38(5):516 clinical practice guideline 

Bronchial Provocation Testing 
PFT Corner #48—an uncommon variant of an upper-airway 

disorder [Wanger & Beam] 38(1):129 PFT Corner 

Bronchoalveolar Lavage (BAL) 

Fiberoptic bronchoscopy assisting 38(11):1173 clinical 
practice guideline 
Bronchodilators & Bronchodilatation 
Antimuscarinic and 8 -adrenoceptor bronchodilators in ob- 
structive airway disease [Howder] 38(12):1364 review 
article 

Combined drug therapy in asthma [Mathewson] 38(12): 
1340 editorial 

Evaluation of the agreement between portable peak flow me- 
ters and a calibrated pneumotachometer [Simmons et 
al] 38(8):916 research article 

Gentle-Haler comparison to Aerochamber questioned 
[Newhouse] 38(4):407 letter [response by Chipps] 

Bronchoscopy 
Fiberoptic bronchoscopy assisting 38(11):1173 clinical 

practice guideline 

Calorimeters & Calorimetry 
Therapeutic manipulations of oxygen consumption and car- 

bon dioxide production in acute respiratory failure 
[Stoller] 38(7):769 conference proceedings 

Capnometry 

Capnometry in the surgical ICU: an analysis of the arterial- 
to-end-tidal carbon dioxide difference [Graybeal & 
Russell] 38(8):923 research article 

Computerized ventilation monitoring [Brunner & Thomp- 
son] 38(1):110 special article 
Carbon Dioxide 
Capnometry in the surgical ICU: an analysis of the arterial- 
to-end-tidal carbon dioxide difference [Graybeal & 
Russell] 38(8):923 research article 

Computerized ventilation monitoring [Brunner & Thomp- 
son] 38(1):110 special article 

Oxygenation in the critically ill patient: conference summary 
{Dantzker] 38(7):842 conference proceedings 

Permissive hypercapnia [Kacmarek & Hickling] 38(4):383 
symposium proceedings 

Therapeutic manipulations of oxygen consumption and car- 
bon dioxide production in acute respiratory failure 
[Stoller] 38(7):769 conference proceedings 

Carbon Monoxide 
Retrospectroscope—1975: pulmonary diffusing capacity for 

carbon monoxide (Duco) [Comroe] 38(1):141 classic 
reprint 

Carcinoma 
Left shoulder, neck, and chest pain with dyspnea and nonpro- 

ductive cough [Brooks and Mishoe}] 38(11):1201 Test 
Your Radiologic Skill 
Cardiac Arrest: See Resuscitation & Related Equipment & 
Supplies 
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Cardiac Output 

Normal & abnormal oxygenation: physiology & clinical syn- 
dromes [Pierson] 38(6):587 conference proceedings 

Techniques & devices for monitoring oxygenation [Hess & 
Kacmarek] 38(6):646 conference proceedings 

Cardiopulmonary Resuscitation: See Resuscitation & 
Related Equipment & Supplies 
Cardiovascular Function 

Oxygen transport: does increasing supply improve outcome? 

[Pasquale et al] 38(7):800 conference proceedings 
Caregiver Protection 

Control of tuberculosis in the United States [ATS] 38(8): 
929 reprinted statement 

HIV, AIDS, & the respiratory care practitioner [Luce] 
38(2):189 lecture 

Occupational asthma in the respiratory care worker [Alberts] 
38(9):997 review article 

The re-emergence of tuberculosis: a previously forgotten dis- 
ease becomes a problem for caregivers [Volosky & 
Ruben] 38(8):880 editorial 

Case Reports 

Adult respiratory distress syndrome during pregnancy 
[Ceyhan etal] 38(9):993 case report 

Cyanosis and sulfhemoglobinemia: a case report [O’ Connor] 
38(10):1088 case report 

Objection to case report of Nishizawa et al [Mercurio] 
38(9):1028 letter [response by Chaffee & Goto] 

Pulmonary edema induced by endotracheal tube obstruction 
[Nishizawa et al] 38(5):479 case report 

Catheters & Catheterization 

does Clevenger TYRS go here?? 

Abnormal chest radiograph after central line placement 
[Medin & Ognibene] 38(1):125 Test Your Radiologic 
Skill 

Complication due to a central venous catheter [Nerida & 
Gopinath] 38(9):1028 etter [response by Clevenger] 

Deep breaths, sighs, and pulmonary artery catheters [Reesor] 
38(10):1119 letter 

Factors affecting microbial colonization of the trachea and 
septicemia in mechanically ventilated neonates [Cordero 
etal] 38(12):1355 research article 

A late developing complication in a blunt trauma patient 
[Woodruff & Clevenger] 38(2):197 Test Your Radiologic 
Skill 

Chemotherapy: See Drugs & Drug Therapy 

Chest Physical Therapy: See Bronchial Hygiene Therapy 

Chronic Obstructive Pulmonary Disease (COPD) 
Antimuscarinic and 6)-adrenoceptor bronchodilators in 
obstructive airway disease [Howder] 38(12):1364 review 
article 

“Classic Reprints” Features 

Reader enjoys retrospectroscopes [Hopper] 38(5):552 letter 

Retrospectroscope—1975: pulmonary diffusing capacity for 
carbon monoxide (Dico) [Comroe] 38(1):141 classic 
reprint 

RETROSPECTROSCOPE REDUX: either—or? why not both? 
[Comroe] 38(5):543 classic reprint 

RETROSPECTROSCOPE REDUX: Frankenstein, Pickwick, and 
Ondine [Comroe] 38(8):940 classic reprint 
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RETROSPECTROSCOPE REDUX: how to make hasenpfeffer 
{[Comroe] 38(10):1099 classic reprint 
RETROSPECTROSCOPE REDUX: inflation—1904 model 
[Comroe] 38(12):1418 classic reprint 
RETROSPECTROSCOPE REDUX: peering once more into Dr 
Comroe’s wonderful instrument [Kittredge] 38(1):29 ed- 
itorial 
RETROSPECTROSCOPE REDUX: a sea of air [Comroe] 
38(3):301 classic reprint 
Clinical Instruction: See Education & Training 
Clinical Practice Guidelines (prepared & published by the 
American Association for Respiratory Care): See 
Guidelines, Recommendations, & Statements 
Cold, Common 
Humidification and colds: my n = | [Groff] 38(9):1030 /et- 
ter 
Compliance, Pulmonary 
Measuring total pulmonary compliance with a volume-con- 
trolled infant resuscitator: a bench study [Kissoon et 
al} 38(9):985 research article 
Complications & Side Effects 
Abnormal chest radiograph after central line placement 
{[Medin & Ognibene] 38(1):125 Test Your Radiologic 
Skill 
Bland aerosol administration 38(11):1196 clinical practice 
guideline 
Complication due to a central venous catheter [Nerida & 
Gopinath] 38(9):1028 /etter [response by Clevenger] 
Factors affecting microbial colonization of the trachea and 
septicemia in mechanically ventilated neonates [Cordero 
etal] 38(12):1355 research article 
Fiberoptic bronchoscopy assisting 38(11):1173 clinical 
practice guideline 
Intermittent positive pressure breathing 38(11):1189 clini- 
cal practice guideline 
A late developing complication in a blunt trauma patient 
[Woodruff & Clevenger] 38(2):197 Test Your Radiologic 
Skill 
Lung transplantation—an update [Jenkinson] 38(3):278 
symposium proceedings 
Resuscitation in acute care hospitals 38(11):1179 clinical 
practice guideline 
Transport of the mechanically ventilated patient 38(11): 
1169 clinical practice guideline 
Computers & Computing 
Computerized management of respiratory care [Greenway et 
al] 38(1):42 special article 
Computerized ventilation monitoring [Brunner & 
Thompson] 38(1):110 special article 
Computers in pulmonary medicine: ten years ago, today, and 
tomorrow 38(1):41 intro to special articles 
Microprocessor-based mechanical ventilation [Sanborn] 
38(1):72 special article 
Quality assurance for respiratory care services: a computer- 
assisted program [Elliott] 38(1):54 special article 
Using belief networks to interpret qualitative data in the ICU 
[Polaschek et al] 38(1):60 special article 
Conference & Symposium Proceedings 
ACCP consensus statement on mechanical ventila- 
tion 38(12):1389 concurrently printed statement 
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New Horizons VIII: Emerging Therapies for Respiratory 
Disorders 38(3):276-293 & 38(4):362-397 
Oxygenation in the Critically Il] Patient 38(6):587-704 
& 38(7):739-846 
Continuing Education: See Education & Training 
Cost Issues 
Adventures in recycling: the reuse of “disposable” pulse 
oximeter probes [Salyer et al] 38(10):1072 editorial 
Analysis of an endotracheal intubation service provided by 
respiratory care practitioners [Thalman et al] 38(5):469 
research article 
Clean ‘em or toss "em—does it matter? [Salyer] 38(11): 
1141 editorial 
Cost-benefit considerations in managing oxygenation failure 
[Morris] 38(7):829 conference proceedings 
A manager’s perspective on respiratory therapy consult ser- 
vices [Orens] 38(8):884 editorial 
Multipatient use of prefilled disposable oxygen humidifiers 
for up to 30 days: patient safety & cost analysis [Golar et 
al] 38(4):343 research article 
Physician-ordered respiratory care vs physician-ordered use 
of a respiratory therapy consult service: early experience 
at the Cleveland Clinic Foundation [Stoller et al] 38(11): 
1143 research article 
A strategy for reducing costs associated with pulse oximetry 
in noncritical care areas [Mahlmeister et al] 38(9):1005 
special article 
Cough 
Directed cough 38(5):495 clinical practice guideline 
Left shoulder, neck, and chest pain with dyspnea and nonpro- 
ductive cough [Brooks and Mishoe] 38(11):1201 Test 
Your Radiologic Skill 
PFT Corner #48—an uncommon variant of an upper-airway 
disorder [Wanger & Beam] 38(1):129 PFT Corner 
Physician-ordered respiratory care vs physician-ordered use 
of a respiratory therapy consult service: early experience 
at the Cleveland Clinic Foundation [Stoller et al] 38(11): 
1143 research article 
Critical Care: Also see Adult Respiratory Distress 
Syndrome and Other Related Topics 
Oxygen toxicity in the critically ill patient [Durbin & Wal- 
lace] 38(7):739 conference proceedings 
Curriculum 
The length of educational preparation and academic awards 
for future respiratory care practitioners: a delphi study 
[Douce & Cullen] 38(9):1014 special article 
Cyanosis 
Cyanosis and sulfhemoglobinemia: a case report [O’ Connor} 
38(10):1088 case report 
Cystic Fibrosis 
Advances in our understanding & care of patients with cystic 
fibrosis [Hardy] 38(3):282 symposium proceedings 
Data Manipulation: Also see Computers & Computing 
Microprocessor-based mechanical ventilation [Sanborn] 
38(1):72 special article 
Using belief networks to interpret qualitative data in the ICU 
[Polaschek et al] 38(1):60 special article 
Diagnosis: Also see Test Your Radiologic Skill and PFT 
Corner and Blood Gas Corner Features 


Abnormal chest radiograph after central line placement 
[Medin & Ognibene] 38(1):125 Test Your Radiologic 
Skill 

Clinical effects of hypoxemia & tissue hypoxia [Higgins & 
Yared] 38(6):603 conference proceedings 

Complication due to a central venous catheter [Nerida & 
Gopinath] 38(9):1028 etter [response by Clevenger] 

Fiberoptic bronchoscopy assisting 38(11):1173 clinical 
practice guideline 

A late developing complication in a blunt trauma patient 
[Woodruff & Clevenger] 38(2):197 Test Your Radiologic 
Skill 

Thoracoscopic surgery [Wood] 38(4):388 symposium pro- 
ceedings 

Diaphragm 

Abnormal chest radiograph after central line placement 
[Medin & Ognibene] 38(1):125 Test Your Radiologic 
Skill 

Radiographic findings in a blunt trauma patient [Nadell & 
Clevenger] 38(12):1423 Test Your Radiologic Skill 

Diffusing Capacity 

Retrospectroscope—1975: pulmonary diffusing capacity for 
carbon monoxide (Duco) [Comroe] 38(1):141 classic 
reprint 

Single-breath carbon monoxide diffusing capaci- 
ty 38(5):511 clinical practice guideline 

Disease Prevention: Also see Infection Control and Smoking 
Cessation 

Walking the walk—not just talking the talk: cigarette smok- 
ing and respiratory care practitioners [Robbins et al] 
38(10):1069 editorial 

Disinfection: See Infection Control 
Drowning & Near Drowning 

Rewarming with gas mixtures? [Wallace ] 38(9):1029 letter 

[response by Nemiroff] 
“Drug Capsule” Features 

Advanced cardiac life support update: uses of drugs 
[Mathewson & Conyers] 38(9):1020 drug capsule 

Prolonged neuromuscular blockade [Mathewson] 38(5): 
522 drug capsule 

Drugs & Drug Therapy 

Abnormal chest radiograph after central line placement 
(Medin & Ognibene] 38(1):125 Test Your Radiologic 
Skill 

Advanced cardiac life support update: uses of drugs 
[Mathewson & Conyers] 38(9):1020 drug capsule 

Advances in our understanding & care of patients with cystic 
fibrosis [Hardy] 38(3):282 symposium proceedings 

Antimuscarinic and 6 -adrenoceptor bronchodilators in ob- 
structive airway disease [Howder] 38(12):1364 review 
article 

Blood Gas Corner #31—a patient presenting with leg pain 
and shortness of breath [Ollivier] 38(10):1107 Blood Gas 
Corner 

Combined drug therapy in asthma [Mathewson] 38(12): 
1340 editorial 

Cyanosis and sulfhemoglobinemia: a case report [O’Connor] 
38(10):1088 case report 
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Factors affecting microbial colonization of the trachea and 
septicemia in mechanically ventilated neonates [Cordero 
etal] 38(12):1355 research article 

Gentle-Haler comparison to Aerochamber questioned 
[Newhouse] 38(4):407 letter [response by Chipps] 

An inappropriate device for aerosol studies? [Dolovich] 
38(4):409 /etter [response by Ebert et al] 

Left shoulder, neck, and chest pain with dyspnea and nonpro- 
ductive cough [Brooks and Mishoe] 38(11):1201 Test 
Your Radiologic Skill 

Nonconventional ribavirin administration, via incubator 
[Volsko] 38(3):310 letter 

Pharmacologic approaches to respiratory failure [Hudson] 
38(7):754 conference proceedings 

Prolonged neuromuscular blockade [Mathewson] 38(5): 
522 drug capsule 

Surfactant therapy in the adult respiratory distress syndrome 
[Steinberg] 38(4):365 symposium proceedings 

Transdermal nicotine for smoking cessation [Rennard & 
Daughton] 38(3):290 symposium proceedings 

ECMO: See Extracorporeal Gas Exchange & ECMO 
Education & Training 

Assessing the effectiveness of observation training for clini- 
cal instructors [Collins et al] 38(8):906 research article 

The length of educational preparation and academic awards 
for future respiratory care practitioners: a delphi study 
[Douce & Cullen] 38(9):1014 special article 

Microprocessor-based mechanical ventilation [Sanborn] 
38(1):72 special article 

Prediction models & their application [Black] 38(4):413 
letter [response by Op’t Holt] 

A question of ethics: funding of continuing education 
[Czachowski] 38(12):1341 editorial 

RETROSPECTROSCOPE REDUX: peering once more into Dr 
Comroe’s wonderful instrument [Kittredge] 38(1):29 ed- 
itorial 

Walking the walk—not just talking the talk: cigarette smok- 
ing and respiratory care practitioners [Robbins et al] 
38(10):1069 editorial 

Why we must help parents stop smoking [Nett] 38(9):982 
editorial 

Emergency Care: See Resuscitation & Related Equipment 
& Supplies 

Additional data on emergency ventilation equipment 
[Kissoon & Tiffin] 38(2):207 ietter 

Advanced cardiac life support update: uses of drugs 
{Mathewson & Conyers] 38(9):1020 drug capsule 

Resistance to flow through the valves of mouth-to-mask ven- 
tilation devices [Hess et al] 38(2):183 research article 

End-Expiratory Pressure 

The nuts & bolts of increasing arterial oxygenation: devices 
& techniques [Branson] 38(6):672 conference proceed- 
ings 

Energy Expenditure 

Oxygen transport: does increasing supply improve outcome? 
[Pasquale et al] 38(7):800 conference proceedings 

Therapeutic manipulations of oxygen consumption and car- 
bon dioxide production in acute respiratory failure 
[Stoller] 38(7):769 conference proceedings 
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Equipment & Supplies 

Additional data on emergency ventilation equipment [Kis- 
soon & Tiffin] 38(2):207 letter 

Adventures in recycling: the reuse of “disposable” pulse 
oximeter probes [Salyer et al] 38(10):1072 editorial 

Algorithmic application of PCV [Burke & Van Scoder] 
38(5):550 letter [response by Howard] 

Are ventilator nebulizing systems created equal? [Rau & 
Hess] 38(8):877 editorial 

Clean or toss °em—does it matter? [Salyer] 38(11): 
1141 editorial 

Effects of in-line nebulization on preset ventilatory variables 
(Hanhan et al] 38(5):474 research article 

Error in intrinsic PEEP measurement by Siemens 300: cause 
& remedy [Grootendorst et al] 38(4):348 research article 

Gentle-Haler comparison to Aerochamber questioned [New- 
house] 38(4):407 letter [response by Chipps] 

Humidification of inspired gases during mechanical ventila- 
tion [Branson & Chatburn] 38(5):461 editorial 

An inappropriate device for aerosol studies? [Dolovich] 
38(4):409 letter [response by Ebert et al] 

Inspiratory flow patterns: the ‘shape’ of ventilation [Rau] 
38(1):132 Kittredge’s Corner 

Microprocessor-based mechanical ventilation [Sanborn] 
38(1):72 special article 

More objections to Branson-Chatburn humidification editori- 
al [Demers] 38(11):1205 /etter [response by Branson] 

The nuts & bolts of increasing arterial oxygenation: devices 
& techniques [Branson] 38(6):672 conference proceed- 
ings 

Objection to case report of Nishizawa et al [Mercurio] 
38(9):1028 letter [response by Chaffee & Goto] 

Objections to home oxygen CPG [Meadows] 38(3):309 /et- 
ter [response by Lewis] 

Objections to humidification editorial by Branson & Chat- 
burn [Sessler] 38(10):1110 /etter [response by Branson 
& Chatburn] 

Reply to Paluch on HME misrepresentation [Lloyd & 
Graf] 38(10):1117 letter 

Residual bacterial contamination on reusable pulse oximetry 
sensors { Wilkins] 38(11):1155 research article 

Resistance to flow through the valves of mouth-to-mask ven- 
tilation devices [Hess et al] 38(2):183 research article 

A stylet to aid digital intubation [Ciaglia] 38(9):1030 letter 

Techniques & devices for monitoring oxygenation [Hess & 
Kacmarek] 38(6):646 conference proceedings 

Tracheostomy discontinuation: impact of tube selection on 
resistance during tube occlusion [Beard & Monaco] 
38(3):267 research article 

Two vs four breath types for ventilator classification 
[Chatburn & Sanborn] 38(2):207 letter 

Ventilatory support for the 90s: pressure support ventilation 
[Campbell & Branson] 38(5):526 Kittredge’s Corner 

Ethics 

Critique of contemporary criticism—an argument favoring a 
Galileo responsible journalism award [Weilacher] 
38(8):951 letter 

A question of ethics: funding of continuing education 
[Czachowski] 38(12):1341 editorial 
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Evaluation of Equipment & Supplies 

Adventures in recycling: the reuse of “disposable” pulse 
oximeter probes [Salyer et al] 38(10):1072 editorial 

Choice of mechanical ventilator: influence on nebulizer per- 
formance [McPeck et al] 38(8):887 research article 

Evaluation of the agreement between portable peak flow me- 
ters and a calibrated pneumotachometer [Simmons et 
al] 38(8):916 research article 

An inappropriate device for aerosol studies? [Dolovich] 
38(4):409 letter [response by Ebert et al] 

Intertech Safe Response: resistance to flow through the 
valves of mouth-to-mask ventilation devices [Hess et 
al] 38(2):183 research article 

Laerdal Pocket Mask: resistance to flow through the valves 
of mouth-to-mask ventilation devices [Hess et al] 
38(2):183 research article 

Life Design Carhill Valve: resistance to flow through the 
valves of mouth-to-mask ventilation devices [Hess et 
al] 38(2):183 research article 

Measuring total pulmonary compliance with a volume-con- 
trolled infant resuscitator: a bench study [Kissoon et 
al] 38(9):985 research article 

Medic One White Pulmonary Resuscitator: resistance to flow 
through the valves of mouth-to-mask ventilation devices 
(Hess et al] 38(2):183 research article 

Multipatient use of prefilled disposable oxygen humidifiers 
for up to 30 days: patient safety & cost analysis [Golar et 
al] 38(4):343 research article 

Nova-Ventrx Res-Q: resistance to flow through the valves of 
mouth-to-mask ventilation devices [Hess et al] 38(2):183 
research article 

Preliminary evaluation of high-frequency chest compression 
for secretion clearance in mechanically ventilated patients 
[Whitman et al] 38(10):1081 research article 

Respironics SealEasy: resistance to flow through the valves 
of mouth-to-mask ventilation devices [Hess et al] 
38(2):183 research article 

Rondex Rescue Mask: resistance to flow through the valves 
of mouth-to-mask ventilation devices [Hess et al] 
38(2):183 research article 

Vital Signs: resistance to flow through the valves of mouth- 
to-mask ventilation devices [Hess et al] 38(2):183 re- 
search article 

Evaluation of Methods & Techniques 

Assessing the effectiveness of observation training for clini- 
cal instructors [Collins et al] 38(8):906 research article 

Comparison between conventional cap and one-way valve in 
the decannulation of patients with long-term tra- 
cheostomies [Le et al] 38(11):1161 research article 

Effects of in-line nebulization on preset ventilatory variables 
[Hanhan et al] 38(5):474 research article 

A mathematical method for predicting the expiratory time 
necessary to achieve a desired intrinsic PEEP level [Jones 
etal] 38(8):896 research article 

Measuring total pulmonary compliance with a volume-con- 
trolled infant resuscitator: a bench study [Kissoon et 
al] 38(9):985 research article 


SUBJECT INDEX TO VOLUME 38 (1993) 


RESPIRATORY CARE ® DECEMBER °93 Vol 38 No 12 


A strategy for reducing costs associated with pulse oximetry 
in noncritical care areas [Mahlmeister et al] 38(9):1005 
special article 

Extracorporeal Gas Exchange & ECMO 
The magic bullets in the war on ARDS: aggressive therapy 
for oxygenation failure [East] 38(6):690 conference pro- 
ceedings 
Extubation of the Airway: Also see Airway Care & 
Management 
Comparison between conventional cap and one-way valve in 
the decannulation of patients with long-term tracheos- 
tomies [Le et al] 38(11):1161 research article 
Tracheostomy discontinuation: impact of tube selection on 
resistance during tube occlusion [Beard & Monaco] 
38(3):267 research article 
FDA (Food & Drug Administration) 
MEDWATCH: The new FDA medical products reporting pro- 
gram [Kennedy] 38(10):1077 editorial 
A question of ethics: funding of continuing education 
{Czachowski] 38(12):1341 editorial 

Filters 

Misrepresentations in the marketing of heat and moisture ex- 
changers continue [Paluch] 38(9):1031 /etter 

More objections to Branson-Chatburn humidification editori- 
al [Demers] 38(11):1205 /etter [response by Branson] 

Reply to Paluch on HME misrepresentation [Lloyd & 
Graf] 38(10):1117 letter 

Foreign-Body Aspiration 
Arrest following a prolonged course of periodic coughing 

and fever in a child [Sullivan & Kacmarek] 38(10):1103 
Test Your Radiologic Skill 

Future 

Advances in our understanding & care of patients with cystic 
fibrosis [Hardy] 38(3):282 symposium proceedings 

A manager's perspective on respiratory therapy consult ser- 
vices [Orens] 38(8):884 editorial 

Physician-ordered respiratory care vs physician-ordered use 
of a respiratory therapy consult service: early experience 
at the Cleveland Clinic Foundation [Stoller et al] 
38(11):1143 research article 

Transdermal nicotine for smoking cessation [Rennard & 
Daughton] 38(3):290 symposium proceedings 

Why we must help parents stop smoking [Nett] 38(9):982 
editorial 

Gas Exchange 
Therapeutic manipulations of oxygen consumption and car- 

bon dioxide production in acute respiratory failure 
[Stoller] 38(7):769 conference proceedings 

Guidelines, Recommendations, & Statements 

ACCP consensus statement on mechanical ventila- 
tion 38(12):1389 concurrently printed statement 

Bland aerosol administration 38(11):1196 clinical practice 
guideline 

A call to participate—clinical practice guidelines [Brougher] 
38(2):181 editorial 

Control of tuberculosis in the United States [ATS] 38(8): 

929 reprinted statement 

Directed cough 38(5):495 clinical practice guideline 
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Endotracheal suctioning of mechanically ventilated adults & 
children with artificial airways 38(5):500 clinical prac- 
tice guideline 

Fiberoptic bronchoscopy assisting 38(11):1173 clinical 
practice guideline 

Intermittent positive pressure breathing 38(11):1189 clini- 
cal practice guideline 

In-vitro pH & blood gas analysis & hemoximetry 38(5):505 
clinical practice guideline 

Objections to home oxygen CPG [Meadows] 38(3):309 /et- 
ter [response by Lewis] 

Resuscitation in acute care hospitals 38(11):1179 clinical 
practice guideline 

Single-breath carbon monoxide diffusing capacity 38(5): 
$11 clinical practice guideline 

Transport of the mechanically ventilated patient 38(11): 
1169 clinical practice guideline 

Update on clinical practice guidelines 38(5):494 

Update on clinical practice guidelines 38(11):1168 

Use of positive airway pressure adjuncts to bronchial hy- 
giene therapy 38(5):516 clinical practice guideline 


Hazards 


Bland aerosol administration 38(11):1196 clinical practice 
guideline 

Complication due to a central venous catheter [Nerida & 
Gopinath] 38(9):1028 /etter [response by Clevenger] 

Cyanosis and sulfhemoglobinemia: a case report [O’Connor] 
38(10):1088 case report 

Deja vu! a CPR device to the attention of MEDWATCH 
[Fluck] 38(10):1112 /etter 

Directed cough 38(5):495 clinical practice guideline 

Endotracheal suctioning of mechanically ventilated adults & 
children with artificial airways 38(5):500 clinical prac- 
tice guideline 

Fiberoptic bronchoscopy assisting 38(11):1173 clinical 
practice guideline 

Intermittent positive pressure breathing 38(11):1189 clini- 
cal practice guideline 

MEDWATCH: The new FDA medical products reporting pro- 
gram [Kennedy] 38(10):1077 editorial 

More objections to Branson-Chatburn humidification editori- 
al [Demers] 38(11):1205 /etter [response by Branson] 

Occupational asthma in the respiratory care worker 
[Alberts] 38(9):997 review article 

The re-emergence of tuberculosis: a previously forgotten dis- 
ease becomes a problem for caregivers [Volosky & 
Ruben] 38(8):880 editorial 

Resuscitation in acute care hospitals 38(11):1179 clinical 
practice guideline 

Single-breath carbon monoxide diffusing capacity 38(5): 
511 clinical practice guideline 

Transport of the mechanically ventilated patient 38(11): 
1169 clinical practice guideline 

Use of positive airway pressure adjuncts to bronchial hy- 
giene therapy 38(5):516 clinical practice guideline 


Health Awareness or Promotion 


Walking the walk—not just talking the talk: cigarette smok- 
ing and respiratory care practitioners [Robbins et al] 
38(10):1069 editorial 
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Why we must help parents stop smoking [Nett] 38(9):982 
editorial 
Heat & Moisture Exchangers 
Humidification of inspired gases during mechanical ventila- 
tion [Branson & Chatburn] 38(5):461 editorial 
Misrepresentations in the marketing of heat and moisture ex- 
changers continue [Paluch] 38(9):1031 /etter 
More objections to Branson-Chatburn humidification editori- 
al [Demers] 38(11):1205 letter [response by Branson] 
Objections to humidification editorial by Branson & Chat- 
burn [Sessler] 38(10):1110 /etter [response by Branson 
& Chatburn] 
Reply to Paluch on HME misrepresentation [Lloyd & 
Graf] 38(10):1117 letter 
High Altitude Physiology 
RETROSPECTROSCOPE REDUX: a sea of air [Comroe] 
38(3):301 classic reprint 
Historical Notes (the feature) 
Chronic nasal catarrh [Dunlevy, contributor] 38(3):295 
Historical Notes 
Quality of compressed air for sprays and inhalations (a report 
in JAMA 100 years ago) [Lichty] 38(9):1027 Historical 
Notes 
History: See “Classic Reprints” Features and Historical 
Notes Features 
HIV: See Human Immunodeficiency Virus 
Home Care 
Objections to home oxygen CPG [Meadows] 38(3):309 /et- 
ter [response by Lewis] 
Human Immunodeficiency Virus (HIV) 
HIV, AIDS, & the respiratory care practitioner [Luce] 
38(2):189 lecture 
The re-emergence of tuberculosis: a previously forgotten dis- 
ease becomes a problem for caregivers [Volosky & 
Ruben] 38(8):880 editorial 
Humidity, Humidifiers, & Humidification 
Humidification and colds: my n = 1 [Groff] 38(9):1030 /er- 
ter 
Humidification of inspired gases during mechanical ventila- 
tion [Branson & Chatburn] 38(5):461 editorial 
Misrepresentations in the marketing of heat and moisture ex- 
changers continue [Paluch] 38(9):1031 /etter 
More objections to Branson-Chatburn humidification editori- 
al [Demers] 38(11):1205 letter [response by Branson] 
Multipatient use of prefilled disposable oxygen humidifiers 
for up to 30 days: patient safety & cost analysis [Golar et 
al] 38(4):343 research article 
Objections to humidification editorial by Branson & Chat- 
burn [Sessler] 38(10):1110 Jetter [response by Branson 
& Chatburn] 
Reply to Paluch on HME misrepresentation [Lloyd & 
Graf] 38(10):1117 letter 
Rewarming with gas mixtures? [Wallace] 38(9):1029 letter 
[response by Nemiroff] 
Hypercapnia 
The magic bullets in the war on ARDS: aggressive therapy 
for oxygenation failure [East] 38(6):690 conference pro- 
ceedings 
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Permissive hypercapnia [Kacmarek & Hickling] 38(4):373 

symposium proceedings 
Hyperinflation Therapy 

Intermittent positive pressure breathing 38(11):1189 clini- 
cal practice guideline 

Patient-ventilator interaction: rational strategies for ventila- 
tory management [Marini] 38(5):482 lecture 

Physician-ordered respiratory care vs physician-ordered use 
of a respiratory therapy consult service: early experience 
at the Cleveland Clinic Foundation [Stoller et al] 38(11): 
1143 research article 

Hypothermia 

Rewarming with gas mixtures? [Wallace] 38(9):1029 letter 
[response by Nemiroff] 

Therapeutic manipulations of oxygen consumption and car- 
bon dioxide production in acute respiratory failure 
[Stoller] 38(7):769 conference proceedings 

Hypoxemia & Hypoxia 

Clinical effects of hypoxemia & tissue hypoxia [Higgins & 
Yared] 38(6):603 conference proceedings 

A mechanistic approach to providing adequate oxygenation 
in acute hypoxemic respiratory failure [Wood & 
Hall] 38(7):784 conference proceedings 

Normal & abnormal oxygenation: physiology & clinical syn- 
dromes [Pierson] 38(6):587 conference proceedings 

The nuts & bolts of increasing arterial oxygenation: devices 
& techniques [Branson] 38(6):672 conference proceed- 
ings 

Oxygen toxicity in the critically ill patient {Durbin & 
Wallace] 38(7):739 conference proceedings 
Pharmacologic approaches to respiratory failure 
[Hudson] 38(7):754 conference proceedings 

Therapeutic manipulations of oxygen consumption and car- 
bon dioxide production in acute respiratory failure 
[Stoller] 38(7):769 conference proceedings 

When does Vo. depend on Do,? [Phang & Russell] 38(6): 
618 conference proceedings 

Infection & Infection Control: Also see Pneumonia, 
Nosocomial 

Bland aerosol administration 38(11):1196 clinical practice 
guideline 

Clean em or toss "em—does it matter? [Salyer] 38(11): 
1141 editorial 

Control of tuberculosis in the United States [ATS] 38(8): 
929 reprinted statement 

Directed cough 38(5):495 clinical practice guideline 

Endotracheal suctioning of mechanically ventilated adults & 
children with artificial airways 38(5):500 clinical prac- 
tice guideline 

Factors affecting microbial colonization of the trachea and 
septicemia in mechanically ventilated neonates [Cordero 
etal] 38(12):1355 research article 

Fiberoptic bronchoscopy assisting 38(11):1173 clinical 
practice guideline 

HIV, AIDS, & the respiratory care practitioner [Luce] 
38(2):189 lecture 

Humidification of inspired gases during mechanical ventila- 
tion [Branson & Chatburn] 38(5):461 editorial 


Intermittent positive pressure breathing 38(11):1189 clini- 
cal practice guideline 

Misrepresentations in the marketing of heat and moisture ex- 
changers continue [Paluch] 38(9):1031 /etter 

More objections to Branson-Chatburn humidification editori- 
al [Demers] 38(11):1205 letter [response by Bransonj 

Multipatient use of prefilled disposable oxygen humidifiers 
for up to 30 days: patient safety & cost analysis [Golar et 
al] 38(4):343 research article 

Objections to humidification editorial by Branson & 
Chatburn [Sessler] 38(19):1110 Jetter [response by 
Branson & Chatburn]} 

The re-emergence of tuberculosis: a previously forgotten dis- 
ease becomes a problem for caregivers [Volosky & 
Ruben] 38(8):880 editorial 

Reply to Paluch on HME misrepresentation [Lloyd & 
Graf} 38(10):1117 letter 

Residual bacterial contamination on reusable pulse oximetry 
sensors [Wilkins] 38(11):1155 research article 

Resuscitation in acute care hospitals 38(11):1179 clinical 
practice guideline 

Why we must help parents stop smoking [Nett] 38(9):982 
editorial 

Inspiration-Expiration Ratio 

Pressure-control ventilation with a Puritan-Bennett 7200a 
ventilator: application of an algorithm & results in 14 pa- 
tients [Howard] 38(1):32 research article {correction of 
Fig. 1 38(3):317] Also see related letter & response 
38(5):550 

Intensive Care Monitoring: Also see Critical Care 

Capnometry in the surgical ICU: an analysis of the arterial- 
to-end-tidal carbon dioxide difference [Graybeal & 
Russell] 38(8):923 research article 

Factors affecting microbial colonization of the trachea and 
septicemia in mechanically ventilated neonates [Cordero 
etal] 38(12):1355 research article 

Intermittent Positive Pressure Breathing (IPPB) 

Intermittent positive pressure breathing 38(11):1189 clini- 

cal practice guideline 
Intubation of the Airway 

Analysis of an endotracheal intubation service provided by 
respiratory care practitioners [Thalman et al] 38(5):469 
research article 

Fiberoptic bronchoscopy assisting 38(11):1173 clinical 
practice guideline 

Objection to case report of Nishizawa et al [Mercurio] 
38(9):1028 letter [response by Chaffee & Goto] 

Pulmonary edema induced by endotracheal tube obstruction 
{Nishizawa et al] 38(5):479 case report 

Resuscitation in acute care hospitals 38(11):1179 clinical 
practice guideline 

A stylet to aid digital intubation [Ciaglia] 38(9):1030 letter 

Tracheostomy discontinuation: impact of tube selection on 
resistance during tube occlusion [Beard & Monaco] 
38(3):267 research article 

Upper airway trauma & obstruction: a review of causes, eval- 
uation, & management [Kovac] 38(4):351 review article 

IPPB: See Intermittent Positive Pressure Breathing 
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Kittredge’s Corner (technical aspects of respiratory care 
equipment) 

Inspiratory flow patterns: the ‘shape’ of ventilation [Rau] 
38(1):132 Kittredge’s Corner 

Ventilatory support for the 90s: pressure support ventilation 
[Campbell & Branson] 38(5):526 Kittredge’s Corner 

Literature: Also see Awards for Publication 

Critique of contemporary criticism—an argument favoring a 
Galileo responsible journalism award [Weilacher] 
38(8):951 letter 

RETROSPECTROSCOPE REDUX: peering once more into Dr 
Comroe’s wonderful instrument [Kittredge] 38(1):29 ed- 
itorial 

Lung Injury 

Acute pathophysiology after wood smoke inhalation in a dog 
model: effects of PEEP on oxygenation and lung water 
[Clark et al] 38(12):1346 research article 

Oxygen toxicity in the critically ill patient [Durbin & Wal- 
lace] 38(7):739 conference proceedings 

Patient-ventilator interaction: rational strategies for ventila- 
tory management [Marini] 38(5):482 lecture 

Permissive hypercapnia [Kacmarek & Hickling] 38(4):373 
symposium proceedings 

Lung Transplantation: See Transplantation of Organs 
Management, Administrative 

Adventures in recycling: the reuse of “disposable” pulse 
oximeter probes [Salyer et al] 38(10):1072 editorial 

Computerized management of respiratory care [Greenway et 
al] 38(1):42 special article 

Misallocation of respiratory care services: time for a charge 
[Stoller] 38(3):263 editorial 

Physician-ordered respiratory care vs physician-ordered use 
of a respiratory therapy consult service: early experience 
at the Cleveland Clinic Foundation [Stoller et al] 
38(11):1143 research article 

Quality assurance for respiratory care services: a computer- 
assisted program [Elliott] 38(1):54 special article 

A strategy for reducing costs associated with pulse oximetry 
in noncritical care areas [Mahlmeister et al] 38(9):1005 
special article 

Mathematical Modeling 

A mathematical method for predicting the expiratory time 
necessary to achieve a desired intrinsic PEEP level [Jones 
etal] 38(8):896 research article 

Measurement, Methods of 

Error in PEEP measurement by Siemens 300: cause & reme- 
dy [Grootendorst et al] 38(4):348 research article 

Evaluation of the agreement between portable peak flow me- 
ters and a calibrated pneumotachometer [Simmons et 
al] 38(8):916 research article 

An inappropriate device for aerosol studies? [Dolovich] 
38(4):409 /etter [response by Ebert et al] 

Measuring total pulmonary compliance with a volume-con- 
trolled infant resuscitator: a bench study [Kissoon et 
al] 38(9):985 research article 

Mechanical Ventilation 

ACCP consensus statement on mechanical ventila- 

tion 38(12):1389 concurrently printed statement 
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Algorithmic application of PCV [Burke & Van Scoder] 
38(5):550 letter [response by Howard] 

Computerized ventilation monitoring [Brunner & Thomp- 
son] 38(1):110 special article 

Decreased Paw-peak does not equate to “improvement” 
[Chatburn] 38(4):405 /etter [response by Howard} 

Eagle eye but ‘picky’—analysis of Pilbeam book review 
{Hunt] 38(12):1428 letter [response by Piedalue] 

Effects of in-line nebulization on preset ventilatory variables 
{Hanhan et al] 38(5):474 research article 

Endotracheal suctioning of mechanically ventilated adults & 
children with artificial airways 38(5):500 clinical prac- 
tice guideline 

Error in intrinsic PEEP measurement by Siemens 300: cause 
& remedy [Grootendorst et al] 38(4):348 research article 

An evaluation of the effects of fatigue, impedance, & use of 
two hands on volumes delivered during bag-valve ventila- 
tion [Hess et al] 38(3):271 research article 

Humidification of inspired gases during mechanical ventila- 
tion [Branson & Chatburn] 38(5):461 editorial 

Inspiratory flow patterns: the ‘shape’ of ventilation [Rau] 
38(1):132 Kittredge’s Corner 

Intermittent positive pressure breathing 38(11):1189 clini- 
cal practice guideline 

The magic bullets in the war on ARDS: aggressive therapy 
for oxygenation failure [East] 38(6):690 conference pro- 
ceedings 

Measuring total pulmonary compliance with a volume-con- 
trolled infant resuscitator: a bench study [Kissoon et 
al] 38(9):985 research article 

Microprocessor-based mechanical ventilation [Sanborn] 
38(1):72 special article 

Misrepresentations in the marketing of heat and moisture ex- 
changers continue [Paluch] 38(9):1031 letter 

Noninvasive bi-level positive pressure ventilation: manage- 
ment of two pediatric patients [Akingbola et al] 38(10): 
1092 case report 

The nuts & bolts of increasing arterial oxygenation: devices 
& techniques [Branson] 38(6):672 conference proceed- 
ings 

Objections to humidification editorial by Branson & 
Chatburn [Sessler] 38(10):1110 Jetter [response by 
Branson & Chatburn] 

Patient-ventilator interaction: rational strategies for acute 
ventilatory management [Marini] 38(5):482 lecture 

Permissive hypercapnia [Kacmarek & Hickling] 38(4):373 
symposium proceedings 

Pressure-control ventilation with a Puritan-Bennett 7200a 
ventilator: application of an algorithm & results in 14 pa- 
tients [Howard] 38(1):32 research article [correction of 
Fig. 1 38(3):317] Also see related letter & response 
38(5):550 

Pressure controller and pressure controlled ventilation 
[Deshpande] 38(12):1459 letter [response by Piedalue]} 

Prolonged neuromuscular blockade [Mathewson] 38(5): 
522 drug capsule 
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Reply to Paluch on HME misrepresentation [Lloyd & 
Graf] 38(10):1117 letter 
Transport of the mechanically ventilated patient 38(11): 
1169 clinical practice guideline 
Two vs four breath types for ventilator classification 
[Chatburn & Sanborn] 38(2):207 letter 
Using belief networks to interpret qualitative data in the ICU 
[Polaschek et al] 38(1):60 special article 
Ventilatory support for the 90s: pressure support ventilation 
[Campbell & Branson] 38(5):526 Kittredge’s Corner 
Mechanical Ventilators 
Are ventilator nebulizing systems created equal? [Rau & 
Hess] 38(8):877 editorial 
Choice of mechanical ventilator: influence on nebulizer per- 
formance [McPeck et al] 38(8):887 research article 
Computerized ventilation monitoring [Brunner & Thomp- 
son] 38(1):110 special article 
Effects of in-line nebulization on preset ventilatory variables 
{Hanhan et al] 38(5):474 research article 
Error in intrinsic PEEP measurement by Siemens 300: cause 
& remedy [Grootendorst et al] 38(4):348 research article 
Humidification of inspired gases during mechanical ventila- 
tion [Branson & Chatburn] 38(5):461 editorial 
Inspiratory flow patterns: the ‘shape’ of ventilation [Rau] 
38(1):132 Kittredge’s Corner 
Microprocessor-based mechanical ventilation [Sanborn] 
38(1):72 special article 
Patient-ventilator interaction: rational strategies for ventila- 
tory management [Marini] 38(5):482 lecture 
Permissive hypercapnia [Kacmarek & Hickling] 38(4):373 
symposium proceedings 
Pressure-control ventilation with a Puritan-Bennett 7200a 
ventilator: application of an algorithm & results in 14 pa- 
tients [Howard] 38(1):32 research article {correction of 
Fig. 1 38(3):317] Also see related letter & response 
38(5):550 
A reader poses questions about peak airway pressures 
[Piedalue] 38(8):952 /etter [response by Pierson] 
Two vs four breath types for ventilator classification 
{Chatburn & Sanborn] 38(2):207 letter 
Ventilatory support for the 90s: pressure support ventilation 
[Campbell & Branson] 38(5):526 Kittredge’s Corner 
Medical Direction 
Analysis of an endotracheal intubation service provided by 
respiratory care practitioners [Thalman et al] 38(5):469 
research article 
Misallocation of respiratory care services: time for a change 
[Stoller] 38(3):263 editorial 
Physician-ordered respiratory care vs physician-ordered use 
of a respiratory therapy consult service: early experience 
at the Cleveland Clinic Foundation [Stoller et al] 38(11): 
1143 research article 
Quality assurance for respiratory care services: a computer- 
assisted program [Elliott] 38(1):54 special article 
Medications: See Drugs & Drug Therapy 
Metered Dose Inhalers (MDIs): See Nebulizers, Inhalers, & 
Vaporizers 
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Methemoglobinemia: Also see Arterial Blood Gases/pH 
Cyanosis and sulfhemoglobinemia: a case report [O’Connor] 
38(10):1088 case report 
Misallocation of RC Services 
Misallocation of respiratory care services: time for a change 
[Stoller] 38(3):263 editorial 
Monitoring 
Assessment of oxygenation: oxygenation indices [Nelson] 
38(6):631 conference proceedings 
Bland aerosol administration 38(11):1196 clinical practice 
guideline 
Computerized ventilation monitoring [Brunner & Thomp- 
son] 38(1):110 special article 
Directed cough 38(5):495 clinical practice guideline 
Endotracheal suctioning of mechanically ventilated adults & 
children with artificial airways 38(5):500 clinical prac- 
tice guideline 
Fiberoptic bronchoscopy assisting 38(11):1173 clinical 
practice guideline 
Intermittent positive pressure breathing 38(11):1189 clini- 
cal practice guideline 
In-vitro pH & blood gas analysis & hemoximetry 38(5):505 
clinical practice guideline 
Objections to home oxygen CPG [Meadows] 38(3):309 /et- 
ter [response by Lewis] 
Quality assurance for respiratory care services: a computer- 
assisted program [Elliott] 38(1):54 special article 
Resuscitation in acute care hospitals 38(11):1179 clinical 
practice guideline 
Single-breath carbon monoxide diffusing capaci- 
ty 38(5):511 clinical practice guideline 
A strategy for reducing costs associated with pulse oximetry 
in noncritical care areas [Mahlmeister et al] 38(9):1005 


Techniques & devices for monitoring oxygenation [Hess & 
Kacmarek] 38(6):646 conference proceedings 

Transport of the mechanically ventilated patient 38(11): 
1169 clinical practice guideline 

Use of positive airway pressure adjuncts to bronchial hy- 
giene therapy 38(5):516 clinical practice guideline 

Nebulizers, Inhalers, & Vaporizers 

Are ventilator nebulizing systems created equal? [Rau & 
Hess] 38(8):877 editorial 

Choice of mechanical ventilator: influence on nebulizer per- 
formance [McPeck et al] 38(8):887 research article 

Effects of in-line nebulization on preset ventilatory variables 
{Hanhan et al] 38(5):474 research article 

Gentle-Haler comparison to Aerochamber questioned 
[Newhouse] 38(4):407 letter [response by Chipps] 

An inappropriate device for aerosol studies? [Dolovich] 
38(4):409 letter [response by Ebert et al] 

Neonatal Respiratory Care 

Factors affecting microbial colonization of the trachea and 
septicemia in mechanically ventilated neonates [Cordero 
etal] 38(12):1355 research article 

Measuring total pulmonary compliance with a volume-con- 
trolled infant resuscitator: a bench study [Kissoon et 
al] 38(9):985 research article 
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Nonconventional ribavirin administration, via incubator 
[Volsko] 38(3):310 letter 
Resuscitation in acute care hospitals 38(11):1179 clinical 
practice guideline 
Surfactant therapy in the adult respiratory distress syndrome 
[Steinberg] 38(4):365 symposium proceedings 
Neuromuscular Blockade 
Prolonged neuromuscular blockade [Mathewson] 38(6): 
522 drug capsule 
Nicotine 
Transdermal nicotine for smoking cessation [Rennard & 
Daughton] 38(3):290 symposium proceedings 
Nitric Oxide 
Pharmacologic approaches to respiratory failure [Hudson] 
38(7):754 conference proceedings 
Occupational Exposure: Also see Caregiver Protection 
Occupational asthma in the respiratory care worker 
[Alberts] 38(9):997 review article 
The re-emergence of tuberculosis: a previously forgotten dis- 
ease becomes a problem for caregivers [Volosky & 
Ruben] 38(8):880 editorial 
Occupational Lung Diseases 
Occupational asthma in the respiratory care worker [Alberts] 
38(9):997 review article 
Orders for Therapy: Also see Algorithms and Protocols, 
Therapist-Driven 
Misallocation of respiratory care services: time for a change 
[Stoller] 38(3):263 editorial 
Physician-ordered respiratory care vs physician-ordered use 
of a respiratory therapy consult service: early experience 
at the Cleveland Clinic Foundation [Stoller et al] 38(11): 
1143 research article 
Outcome of Care 
Cost-benefit considerations in managing oxygenation failure 
[Morris] 38(7):829 conference proceedings 
Oxygen transport: does increasing supply improve outcome? 
{Pasquale et al] 38(7):800 conference proceedings 
Resuscitation in acute care hospitals 38(11):1179 clinical 
practice guideline 
Rewarming with gas mixtures? [Wallace] 38(9):1029 letter 
[response by Nemiroff] 
Oximeters & Oximetry 
Adventures in recycling: the reuse of “disposable” pulse 
oximeter probes [Salyer et al] 38(10):1072 editorial 
Clean ’em or toss "em—does it matter? [Salyer] 38(11): 
1141 editorial 
Clinical effects of hypoxemia & tissue hypoxia [Higgins & 
Yared] 38(6):603 conference proceedings 
A strategy for reducing costs associated with pulse oximetry 
in noncritical care areas [Mahlmeister et al] 38(9):1005 
special article 
Techniques & devices for monitoring oxygenation [Hess & 
Kacmarek] 38(6):646 conference proceedings 
Oxygen Consumption 
Oxygen transport: does increasing supply improve outcome? 
[Pasquale et al] 38(7):800 conference proceedings 
Oxygenation in the critically ill patient: conference summary 
[Dantzker] 38(7):842 conference proceedings 
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Techniques & devices for monitoring oxygenation [Hess & 
Kacmarek] 38(6):646 conference proceedings 
Therapeutic manipulations of oxygen consumption and car- 
bon dioxide production in acute respiratory failure 
[Stoller] 38(7):769 conference proceedings 
When does Vo, depend on Do,? [Phang & Russell] 38(6): 
618 conference proceedings 
Oxygen Delivery 
Clinical effects of hypoxemia & tissue hypoxia [Higgins & 
Yared] 38(6):603 conference proceedings 
The nuts & bolts of increasing arterial oxygenation: devices 
& techniques [Branson] 38(6):672 conference proceed- 
ings 
Oxygen transport: does increasing supply improve outcome? 
[Pasquale et al] 38(7):890 conference proceedings 
Oxygenation in the critically ill patient: conference summary 
[Dantzker] 38(7):842 conference proceedings 
When does Vo, depend on Do,? [Phang & Russell] 38(6): 
618 conference proceedings 
Oxygen Therapy 
The magic bullets in the war on ARDS: aggressive therapy 
for oxygenation failure [East] 38(6):690 conference pro- 
ceedings 
Multipatient use of prefilled disposable oxygen humidifiers 
for up to 30 days: patient safety & cost analysis [Golar et 
al] 38(4):343 research article 
The nuts & bolts of increasing arterial oxygenation: devices 
& techniques [Branson] 38(6):672 conference proceed- 
ings 
Objections to home oxygen CPG [Meadows] 38(3):309 /er- 
ter [response by Lewis] 
Oxygen Toxicity 
Oxygen toxicity in the critically ill patient [Durbin & Wal- 
lace] 38(7):739 conference proceedings 
Oxygen Transport 
Oxygen transport: does increasing supply improve outcome? 
[Pasquale et al] 38(7):800 conference proceedings 
Oxygenation in the critically ill patient: conference summary 
{[Dantzker] 38(7):842 conference proceedings 
Oxygenation 
Assessment of oxygenation: oxygenation indices [Nelson] 
38(6):631 conference proceedings 
Clinical effects of hypoxemia & tissue hypoxia [Higgins & 
Yared] 38(6):603 conference proceedings 
Cost-benefit considerations in managing oxygenation failure 
[Morris] 38(7):829 conference proceedings 
The magic bullets in the war on ARDS: aggressive therapy 
for oxygenation failure [East] 38(6):690 conference pro- 
ceedings 
A mechanistic approach to providing adequate oxygenation 
in acute hypoxemic respiratory failure [Wood & Hall] 
38(7):784 conference proceedings 
Normal & abnormal oxygenation: physiology & clinical syn- 
dromes [Pierson] 38(6):587 conference proceedings 
The nuts & bolts of increasing arterial oxygenation: devices 
& techniques [Branson] 38(6):672 conference proceed- 
ings 
Oxygen toxicity in the critically ill patient [Durbin & Wal- 
lace] 38(7):739 conference proceedings 
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Oxygen transport: does increasing supply improve outcome? 
[Pasquale et al] 38(7):800 conference proceedings 
Oxygenation in the critically ill patient: conference summary 
[Dantzker] 38(7):842 conference proceedings 
Techniques & devices for monitoring oxygenation [Hess & 
Kacmarek] 38(6):646 conference proceedings 
Therapeutic manipulations of oxygen consumption and car- 
bon dioxide production in acute respiratory failure 
[Stoller] 38(7):769 conference proceedings 
When does Vo depend on Do,? [Phang & Russell] 38(6): 
618 conference proceedings 
Paralysis 
Abnormal chest radiograph after central line placement 
{[Medin & Ognibene] 38(1):125 Test Your Radiologic 
Skill 
Prolonged neuromuscular blockade [Mathewson] 38(5): 
§22 drug capsule 
Therapeutic manipulations of oxygen consumption and car- 
bon dioxide production in acute respiratory failure 
[Stoller] 38(7):769 conference proceedings 
Peak Flow Meter: Also see Pulmonary Function Testing 
Evaluation of the agreement between portable peak flow me- 
ters and a calibrated pneumotachometer [Simmons et 
al] 38(8):916 research article 
Pediatric Respiratory Care 
Arrest following a prolonged course of periodic coughing 
and fever in a child [Sullivan & Kacmarek] 38(10):1103 
Test Your Radiologic Skill 
Endotracheal suctioning of mechanically ventilated adults & 
children with artificial airways 38(5):500 clinical prac- 
tice guideline 
Noninvasive bi-level positive pressure ventilation: manage- 
ment of two pediatric patients [Akingbola et al] 38(10): 
1092 case report 
PEEP: See Positive End-Expiratory Pressure 
Percussion: See Bronchial Hygiene Therapy 
“PFT Corner” Features (brief case reports involving pul- 
monary function tests, with questions, answers, & dis- 
cussion) 
PFT Corner #48—an uncommon variant of an upper-airway 
disorder [Wanger & Beam] 38(1):129 PFT Corner 
PFT Corner #49—noise or upper airway disorder? [Dennison 
etal] 38(2):202 PFT Corner 
PFT Corner #50—is it really asthma? [King et 
al] 38(5):538 PFT Corner 
pH: See Arterial Blood Gases/pH 
Pharmacology: Also see Drugs & Drug Therapy 
Pharmacologic approaches to respiratory failure [Hudson] 
38(7):754 conference proceedings 
Physiology 
Oxygen transport: does increasing supply improve outcome? 
[Pasquale et al] 38(7):800 conference proceedings 
Therapeutic manipulations of oxygen consumption and car- 
bon dioxide production in acute respiratory failure [Stol- 
ler] 38(7):769 conference proceedings 
Pneumonia, Nosocomial 
Factors affecting microbial colonization of the trachea and 
septicemia in mechanically ventilated neonates [Cordero 
etal] 38(12):1355 research article 
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Humidification of inspired gases during mechanical ventila- 
tion [Branson & Chatburn] 38(5):461 editorial 

Objections to humidification editorial by Branson & 
Chatburn [Sessler] 38(10):1110 /etter [response by 
Branson & Chatburn] 

Positive Airway Pressure 

Use of positive airway pressure adjuncts to bronchial hy- 

giene therapy 38(5):516 clinical practice guideline 
Positive End-Expiratory Pressure (PEEP) 

Acute pathophysiology after wood smoke inhalation in a dog 
model: effects of PEEP on oxygenation and lung water 
{Clark et al] 38(12):1346 research article 

Computerized ventilation monitoring [Brunner & Thomp- 
son] 38(1):110 special article 

Error in intrinsic PEEP measured by Siemens 300: cause & 
remedy [Grootendorst et al] 38(4):348 research article 

A mathematical method for predicting the expiratory time 
necessary to achieve a desired intrinsic PEEP level [Jones 
etal] 38(8):896 research article 

Positive Expiratory Pressure (PEP) 

Use of positive airway pressure adjuncts to bronchial hy- 

giene therapy 38(5):516 clinical practice guideline 
Postural Drainage: See Bronchial Hygiene Therapy 
Pregnancy 

Adult respiratory distress syndrome during pregnancy 

(Ceyhan et al] 38(9):993 case report 
Pressure, Atmospheric 

RETROSPECTROSCOPE REDUX: a sea of air [Comroe] 

38(3):301 classic reprint 
Pressure, Barometric 

Decreased Piw-peak does not equate to “improvement” 
[Chatburn] 38(4):405 letter [response by Howard] 

RETROSPECTROSCOPE REDUX: a sea of air [Comroe] 38(3): 
301 ciassic reprint 

Pressure Control Ventilation 

Algorithmic application of PCV [Burke & Van Scoder] 
38(5):550 letter [response by Howard] 

Pressure-control ventilation with a Puritan-Bennett 7200a 
ventilator: application of an algorithm & results in 14 pa- 
tients [Howard] 38(1):32 research article {correction of 
Fig. 1 38(3):317] Also see related letter & response 
38(5):550 

Pressure controller and pressure controlled ventilation 
[Deshpande] 38(12):1429 /etter [response by Piedalue] 

Pressure Support Ventilation 

Pressure controller and pressure controlled ventilation 
[Deshpande] 38(12):1429 letter [response by Piedalue] 

Ventilatory support for the 90s: pressure support ventilation 
[Campbell & Branson] 38(5):526 Kittredge’s Corner 

Product Problem Reporting Program 

Deja vu! a CPR device to the attention of MEDWATCH 
{Fluck] 38(10):1112 /etter 

MEDWATCH: The new FDA medical products reporting pro- 
gram [Kennedy] 38(10):1077 editorial 

Professionalism 

A call to participate—clinical practice guidelines |Brougher] 

38(2):181 editorial 
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Walking the walk—not just talking the talk: cigarette smok- 
ing and respiratory care practitioners [Robbins et 
al} 38(10):1069 editorial 

Protocols 

Cost-benefit considerations in managing oxygenation failure 
[Morris] 38(7):829 conference proceedings 

Misallocation of respiratory care services: time for a change 
[Stoller] 38(3):263 editorial 

Physician-ordered respiratory care vs physician-ordered use 
of a respiratory therapy consult service: early experience 
at the Cleveland Clinic Foundation [Stoller et al] 38(11): 
1143 research article 

Protocols, Therapist-Driven 

A manager’s perspective on respiratory therapy consult ser- 
vices [Orens] 38(8):884 editorial 

Physician-ordered respiratory care vs physician-ordered use 
of a respiratory therapy consult service: early experience 
at the Cleveland Clinic Foundation [Stoller et al] 38(11): 
1143 research article 

Pulmonary Artery Catheters: See Catheters & Catheteriza- 
tion 
Pulmonary Edema 

Acute pathophysiology after wood smoke inhalation in a dog 
model: effects of PEEP on oxygenation and lung water 
[Clark et al] 38(12):1346 research article 

Bland aerosol administration 38(11):1196 clinical practice 
guideline 

A mechanistic approach to providing adequate oxygenation 
in acute hypoxemic respiratory failure [Wood & Hall] 
38(7):784 conference proceedings 

Objection to case report of Nishizawa et al [Mercurio] 
38(9):1028 letter [response by Chaffee & Goto] 

Pulmonary edema induced by endotracheal tube obstruction 
{Nishizawa et al] 38(5):479 case report 

Pulmonary Embolism 

Blood Gas Corner #31—a patient presenting with leg pain 
and shortness of breath [Ollivier] 38(10):1107 Blood Gas 
Corner 

Pulmonary Function & Pulmonary Function Testing: Also 
see “PFT Corner” Features and Specific Headings (eg, 
Compliance, Pulmonary) 

Computerized ventilation monitoring [Brunner & Thomp- 
son] 38(1):110 special article 

Evaluation of the agreement between portable peak flow me- 
ters and a calibrated pneumotachometer [Simmons et 
al] 38(8):916 research article 

Measuring total pulmonary compliance with a volume-con- 
trolled infant resuscitaior: a bench study [Kissoon et 
al] 38(9):985 research article 

Retrospectroscope—1975: pulmonary diffusing capacity for 
carbon monoxide [Comroe] 38(1):141 classic 
reprint 

RETROSPECTROSCOPE REDUX: either—or? why not both? 
[Comroe] 38(5):543 classic reprint 

Single-breath carbon monoxide diffusing capacity 38(5): 
$11 clinical practice guideline 

Pulmonary Physiology 

Normal & abnormal oxygenation: physiology & clinical syn- 

dromes [Pierson] 38(6):587 conference proceedings 
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RETROSPECTROSCOPE REDUX: either—or? why not both? 
[Comroe] 38(5):543 classic reprint 
Pulse Oximetry: See Oximeters & Oximetry 
Quality Assurance 
Quality assurance for respiratory care services: a computer- 
assisted program [Elliott] 38(1):54 special article 
Radiography, Diagnostic: See “Test Your Radiologic Skill” 
Features 
Recycling 
Adventures in recycling: the reuse of “disposable” pulse 
oximeter probes [Salyer et al] 38(10):1072 editorial 
Research 
Cost-benefit considerations in managing oxygenation failure 
[Morris] 38(7):829 conference proceedings 
RETROSPECTROSCOPE REDUX: either—or? why not both? 
{[Comroe] 38(5):543 classic reprint 
RETROSPECTROSCOPE REDUX: Frankenstein, Pickwick, and 
Ondine [Comroe] 38(8):940 classic reprint 
RETROSPECTROSCOPE REDUX: how to make hasenpfeffer 
{[Comroe] 38(10):1099 classic reprint 
Resistance 
Computerized ventilation monitoring [Brunner & Thomp- 
son] 3&(1):110 special article 
Inspiratory flow patterns: the ‘shape’ of ventilation [Rau] 
38(1):132 Kittredge’s Corner 
Resistance to flow through the valves of mouth-to-mask ven- 
tilation devices [Hess et al] 38(2):183 research article 
Resources, Allocation of: Also see Respiratory Care 
Departments/Services 
Misallocation of respiratory care services: time for a change 
[Stoller] 38(3):263 editorial 
Physician-ordered respiratory care vs physician-ordered use 
of a respiratory therapy consult service: early experience 
at the Cleveland Clinic Foundation [Stoller et al] 38(11): 
1143 research article 
Respiration, Tissue 
Normal & abnormal oxygenation: physiology & clinical syn- 
dromes [Pierson] 38(6):587 conference proceedings 
Respiratory Care Departments/Services: Also see Protocols, 
Therapist-Driven 
Computerized management of respiratory care [Greenway et 
al] 38(1):42 special article 
A manager’s perspective on respiratory therapy consult ser- 
vices [Orens] 38(8):884 editorial 
Physician-ordered respiratory care vs physician-ordered use 
of a respiratory therapy consult service: early experience 
at the Cleveland Clinic Foundation [Stoller et al] 38(11): 
1143 research article 
Quality assurance for respiratory care services: a computer- 
assisted program [Elliott] 38(1):54 special article 
Respiratory Care Practice & Procedures: Also see Guide- 
lines, Recommendations, & Statements 
Advances in our understanding & care of patients with cystic 
fibrosis [Hardy] 38(3):282 symposium proceedings 
Analysis of an endotracheal intubation service provided by 
respiratory care practitioners [Thalman et al] 38(5):469 
research article 
A call to participate—clinical practice guidelines [Brougher] 
38(2):181 editorial 
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Computerized management of respiratory care [Greenway et 
al] 38(1):42 special article 

Cost-benefit considerations in managing oxygenation failure 
[Morris] 38(7):829 conference proceedings 

HIV, AIDS, & the respiratory care practitioner [Luce] 
38(2):189 lecture 

A manager's perspective on respiratory therapy consult ser- 
vices [Orens] 38(8):884 editorial 

Misallocation of respiratory care services: time for a change 
[Stoller] 38(3):263 editorial 

Multipatient use of prefilled disposable oxygen humidifiers 
for up to 30 days: patient safety & cost analysis [Golar et 
al] 38(4):343 research article 

New Horizons VIII: emerging therapies for respiratory disor- 
ders [Pierson] 38(3):276 symposium proceedings 

Objections to home oxygen CPG [Meadows] 38(3):309 /et- 
ter [response by Lewis] 

Permissive hypercapnia [Kacmarek & Hickling] 38(4):373 
symposium proceedings 

Physician-ordered respiratory care vs physician-ordered use 
of a respiratory therapy consult service: early experience 
at the Cleveland Clinic Foundation [Stoller et al] 38(11): 
1143 research article 

Quality assurance for respiratory care services: a computer- 
assisted program [Elliott] 38(1):54 special article 

Respiratory Care Practitioners 

Analysis of an endotracheal intubation service provided by 
respiratory care practitioners [Thalman et al] 38(5):469 
research article 

HIV, AIDS, & the respiratory care practitioner [Luce] 
38(2):189 lecture 

The length of educational preparation and academic awards 
for future respiratory care practitioners: a delphi study 
[Douce & Cullen] 38(9):1014 special article 

Occupational asthma in the respiratory care worker [Alberts] 
38(9):997 review article 

The re-emergence of tuberculosis: a previously forgotten dis- 
ease becomes a problem for caregivers [Volosky & 
Ruben] 38(8):880 editorial 

Walking the walk—not just talking the talk: cigarette smok- 
ing and respiratory care practitioners [Robbins et al] 
38(10):1069 editorial 

Respiratory Failure 

Adult respiratory distress syndrome during pregnancy 
[Ceyhan et al] 38(9):993 case report 

Cost-benefit considerations in managing oxygenation failure 
[Morris] 38(7):829 conference proceedings 

A mechanistic approach to providing adequate oxygenation 
in acute hypoxemic respiratory failure [Wood & 
Hall] 38(7):784 conference proceedings 

Noninvasive bi-level positive pressure ventilation: manage- 
ment of two pediatric patients [Akingbola et al] 
38(10):1092 case report 

Normal & abnormal oxygenation: physiology & clinical syn- 
dromes [Pierson] 38(6):587 conference proceedings 

Oxygenation in the critically ill patient: conference summary 
[Dantzker] 38(7):842 conference proceedings 

Pharmacologic approaches to respiratory failure [Hudson] 
38(7):754 conference proceedings 


1452 


Pressure-control ventilation with a Puritan-Bennett 7200a 
ventilator: application of an algorithm & results in 14 pa- 
tients [Howard] 38(1):32 research article |correction of 
Fig. 1 38(3):317] Also see related letter & response 
38(5):550 

Therapeutic manipulations of oxygen consumption and car- 
bon dioxide production in acute respiratory failure 
[Stoller] 38(7):769 conference proceedings 

Respiratory Mechanics 

Microprocessor-based mechanical ventilation [Sanborn] 

38(1):72 special article 
Resuscitation & Related Equipment & Supplies 

Additional data on emergency ventilation equipment [Kis- 
soon & Tiffin] 38(2):207 letter 

Advanced cardiac life support update: uses of drugs 
{Mathewson & Conyers] 38(9):1020 drug capsule 

Arrest following a prolonged course of periodic coughing 
and fever in a child [Sullivan & Kacmarek] 38(10):1103 
Test Your Radiologic Skiil 

Deja vu! a CPR device to the attention of MEDWATCH 
{Fluck] 38(10):1112 letter 

An evaluation of the effects of fatigue, impedance, & use of 
two hands on volumes delivered during bag-valve ventila- 
tion [Hess et al] 38(3):271 research article 

Measuring total pulmonary compliance with a volume-con- 
trolled infant resuscitator: a bench study [Kissoon et 
al] 38(9):985 research article 

Resistance to flow through the valves of mouth-to-mask ven- 
tilation devices [Hess et al] 38(2):183 research article 

Resuscitation in acute care hospitals 38(11):1179 clinical 
practice guideline 

Retrospectroscopes: See “Classic Reprints” 
Ribavirin 

Nonconventional ribavirin administration, via incubator 

[Volsko] 38(3):310 letter 
Sighs 

Deep breaths, sighs, and pulmonary artery catheters [Reesor] 

38(10):1119 letter 
Sleep Apnea Syndrome 

PFT Corner #49—noise or upper airway disorder? [Dennison 
etal] 38(2):202 PFT Corner 

SleepLab 4.56 (CNS Inc) [Weilacher] 38(3):306 software 
review 

Smoke Inhalation 

Acute pathophysiology after wood smoke inhalation in a dog 
model: effects of PEEP on oxygenation and lung water 
(Clark et al] 38(12):1346 research article 

Smoking Cessation 

Transdermal nicotine for smoking cessation [Rennard & 
Daughton] 38(3):290 symposium proceedings 

Walking the walk—not just talking the talk: cigarette smok- 
ing and respiratory care practitioners [Robbins et al] 
38(10):1069 editorial 

Why we must help parents stop smoking [Nett] 38(9):982 
editorial 

Smoking of Tobacco 

Walking the walk—not just talking the talk: cigarette smok- 
ing and respiratory care practitioners [Robbins et al] 
38(10):1069 editorial 
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Why we must help parents stop smoking [Nett] 38(9):982 
editorial 
Software Reviews 
SleepLab 4.56 (CNS Inc) [Weilacher] 38(3):306 software 
review 
Spirometry: Also see Pulmonary Function Testing 
Evaluation of the agreement between portable peak flow me- 
ters and a calibrated pneumotachometer [Simmons et 
al] 38(8):916 research article 
Steroids 
Factors affecting microbial colonization of the trachea and 
septicemia in mechanically ventilated neonates [Cordero 
etal] 38(12):1355 research article 
Pharmacologic approaches to respiratory failure [Hudson] 
38(7):754 conference proceedings 
Students 
Prediction models & their application [Black] 38(4):413 
letter [response by Op’t Holt & Dunlevy] 
Suction, Suctioning, & Suction Devices & Supplies 
Endotracheal suctioning of mechanically ventilated adults & 
children with artificial airways 38(5):500 clinical prac- 
tice guideline 
Factors affecting microbial colonization of the trachea and 
septicemia in mechanically ventilated neonates [Cordero 
et al} 38(12):1355 research article 
Suifhemoglobinemia 
Cyanosis and sulfhemoglobinemia: a case report [O’Connor] 
38(10):1088 case report 
Surfactant & Surfactant Therapy 
Factors affecting microbial colonization of the trachea and 
septicemia in mechanically ventilated neonates [Cordero 
etal] 38(12):1355 research article 
Pharmacologic approaches to respiratory failure [Hudson] 
38(7):754 conference proceedings 
Surfactant therapy in the adult respiratory distress syndrome 
[Steinberg] 38(4):365 symposium proceedings 
Surgery 
More from “New Horizons VIII”: a new era in thoracic sur- 
gery, & two new approaches to therapy in ARDS [Pierson] 
38(4):362 symposium proceedings 
RETROSPECTROSCOPE REDUX: inflation—1904 model 
{Comroe] 38(12):1418 classic reprint 
Thoracoscopic surgery [Wood] 38(4):388 symposium pro- 
ceedings 
Upper airway trauma & obstruction: a review of causes, eval- 
uation, & management [Kovac] 38(4):351 review article 
Symposium Proceedings: See Conference & Symposium 
Proceedings 
Terminology 
RETROSPECTROSCOPE REDUX: Frankenstein, Pickwick, and 
Ondine [Comroe] 38(8):940 classic reprint 
RETROSPECTROSCOPE REDUX: a sea of air [Comroe] 38(3): 
301 classic reprint 
“Test Your Radiologic Skill’ Features (brief case reports 
including radiographs, with questions, answers, & 
discussion) 
Abnormal chest radiograph after central line placement 
{[Medin & Ognibene] 38(1):125 Test Your Radiologic 
Skill 
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Arrest following a prolonged course of periodic coughing 
and fever in a child [Sullivan & Kacmarek] 38(10):1103 
Test Your Radiologic Skill 

Complication due to a central venous catheter [Nerida & 
Gopinath] 38(9):1028 letter [response by Clevenger] 

A late developing complication in a blunt trauma patient 
[Woodruff & Clevenger] 38(2):197 Test Your Radiologic 
Skill 

Left shoulder, neck, and chest pain with dyspnea and nonpro- 
ductive cough [Brooks and Mishoe] 38(11):1201 Test 
Your Radiologic Skill 

Radiographic findings in a blunt trauma patient [Nadell & 
Clevenger] 38(12):1423 Test Your Radiologic Skill 

Therapist-Driven Protocols: See Protocols, Therapist- 
Driven 
Thoracoscopy 

Thorascopic surgery [Wood] 38(4):388 symposium pro- 

ceedings 
Tracheostomy: Also see Airway Care & Management 

Comparison between conventional cap and one-way valve in 
the decannulation of patients with long-term tra- 
cheostomies [Le et al] 38(11):1161 research article 

Tracheostomy discontinuation: impact of tube selection on 
resistance during tube occlusion [Beard & Monaco] 
38(3):267 research article 

Transplantation of Organs 

Advances in our understanding & care of patients with cystic 
fibrosis [Hardy] 38(3):282 symposium proceedings 

Lung transplantation—an update [Jenkinson] 38(3):278 
symposium proceedings 

Transport 

Transport of the mechanically ventilated patient 38(11): 

1169 clinical practice guideline 
Trauma & Trauma Care 

Complication due to a central venous catheter [Nerida & 
Gopinath] 38(9):1028 letter [response by Clevenger] 

A late developing complication in a blunt trauma patient 
[Woodruff & Clevenger] 38(2):197 Test Your Radiologic 
Skill 

Radiographic findings in a blunt trauma patient [Nadell & 
Clevenger] 38(12):1423 Test Your Radiologic Skill 

Upper airway trauma & obstruction: a review of causes, eval- 
uation, & management [Kovac] 38(4):351 review article 

Tuberculosis: Also see Infection & Infection Control 

Control of tuberculosis in the United States [ATS] 38(8): 
929 reprinted statement 

HIV, AIDS, & the respiratory care practitioner [Luce] 
38(2):189 lecture 

The re-emergence of tuberculosis: a previously forgotten dis- 
ease becomes a problem for caregivers [Volosky & 
Ruben] 38(8):880 editorial 

Tubes, Endotracheal: Also see Airway Care & Management 

More objections to Branson-Chatburn humidification editori- 
al [Demers] 38(11):1205 /etter [response by Branson] 

Objection to case report of Nishizawa et al [Mercurio] 
38(9):1028 letter [response by Chaffee & Goto] 

Pulmonary edema induced by endotracheal tube obstruction 
[Nishizawa et al] 38(5):479 case report 
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Upper-Airway Disorders 
PFT Corner #48—an uncommon variant of an upper-airway 
disorder [Wanger & Beam] 38(1):129 PFT Corner 
PFT Corner #49—noise or upper airway disorder? [Dennison 
etal] 38(2):202 PFT Corner 
Vasodilators 
Advanced cardiac life support update: uses of drugs 
[Mathewson & Conyers] 38(9):1020 drug capsule 
Pharmacologic approaches to respiratory failure [Hudson] 
38(7):754 conference proceedings 
Ventilation-Perfusion Abnormalities & Diagnosis 
Acute pathophysiology after wood smoke inhalation in a dog 
model: effects of PEEP on oxygenation and lung water 
[Clark et al] 38(12):1346 research article 
Blood Gas Corner #31—a patient presenting with leg pain 
and shortness of breath [Ollivier] 38(10):1107 Blood Gas 
Corner 
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Videotape Reviews 
Preparing the Patient & Family for Ventilator Care at Home: 
A Team Approach (Asher) [McInturff] 38(1):145 video- 
tape review 
Vocal Cord Dysfunction 
PFT Corner #48—an uncommon variant of an upper-airway 
disorder [Wanger & Beam] 38(1):129 PFT Corner 
Work of Breathing 
Patient-ventilator interaction: rational strategies for ventila- 
tory management [Marini] 38(5):482 lecture 
Tracheostomy discontinuation: impact of tube selection on 
resistance during tube occlusion [Beard & Mona- 
co] 38(3):267 research article 
Ventilatory support for the 90s: pressure support ventilation 
[Campbell & Branson] 38(5):526 Kittredge’s Corner 
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